Brief comment text:

The Newark Amateur Radio Club of Newark, Ohio and it's members would like to urge the FCC to keep the four existing channels allocated to amateur radio on a secondary basis, as well as keep the 100 Watt power limit for the four existing channels and the new 15 kHz sub-band.
